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MEMORANDUM FOR: 


Director of Data Processing 


FROM 

VIA 


Harry E. Fitzwater 
Director of Training 

Director of Security 


SUBJECT 


Interconnection Between ISTB Terminals and 
Various Computer Systems 


1. The Information Science Training Branch has, as 
part of its mission, the training of both Agency and 
Intelligence Community personnel in the use of various 
information processing systems. 

2. Currently, the Information Science Training Branch 
uses one set of terminals to connect to the CIA VM System, 
another set of terminals to connect to DIAOLS/COINS, and 
still a third set of terminals to connect to various com- 
mercial systems. None of the terminals can be used on more 
than one system. In the future, this situation will become 
worse as the Information Science Training Branch is tasked 
with teaching various new systems. When one terminal goes 
down, there is currently no way to replace it with a terminal 
from another system. The necessity for having three sets of 
terminals means that there are severe restrictions on the 
number of students who can work on one computer system at 
one time. 


3. It is requested that consideration be given to the 
installation of a hardware switching system, such as a patch 
panel, at the Chamber of Commerce Building to permit any 
terminal or remote job entry device currently owned (TSI 
Silent 700, Teletype Mod 37, Delta Data, HETRA) or contem- 
plated (Teletype Mod 40, minicomputer, microcomputer, etc.,) 
to be connected to any computer system currently used (CIA 
VM, DIAOLS/COINS, commercial) or contemplated. This system 
is needed in anticipation of new requirements in order to 
provide more effective teaching. Connections to commercial 
systems will require access to dial-up lines. 
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SUBJECT: Interconnection Between ISTB Terminals and 

Various Computer Systems 


4. The development of this switching system is critical 
for the effective teaching and consulting by the Information 
Science Training Branch. Installation of a switching system 
will reduce the cost and complexities of the current system. STATINTL 



APPROVED : 

Director of Security Date 


DISAPPROVED: 

Director of Security Date 


This Office is not specifically opposed to the concept of STATINTL 
the switching system. We will, of course, be interested in 
the security features of the actual mechanism designed to do 
the job. 
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